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TO have a son take up his business is every father's dream; 
to have six sons do so is W. D. Crooks' good fortune. Two of 
these, Frank L. and George YV., with their father, constitute the 
firm. The four remaining brothers are employed by the corporation. 

Careful inquiry has failed to disclose a similar organization of 
manufacturing door specialists in the United States. It is even 
doubtful whether another concern exists that confines its labors to 
the making of Hardwood Veneered Doors and Panels exclusively. 
Certainly there is none other whose executive offices are filled by 
seven members of the same family. 

A moments thought will reveal the tremendous advantage pre- 
vailing at the Crooks mills. By specializing for thirty years on one 
product they have obtained the height of perfection and efficiency. 
New employees rapidly become expert in their single duty. Old 
mechanics are nothing short of door artists. Lumber and veneers 
are selected for door stock only, hence none but the best grades come 
to their yards. With no investment in general millwork equipment, 
their special machinery is unexcelled. Some of the tools and pro- 
cesses are unknown and unsuspected by competitors, having been per- 
fected and kept secret by F. L. Crooks and his father. 

Under such conditions, the quality reputation of Crooks Doors 
is easily understood. Each son is in charge of a department, having 
first earned his position through several years of actual labor in the 
mills. Each possesses a thorough knowledge of the business, but 
specializes in just one branch of work. As a consequence experi- 
menting at the Crooks mills has ceased long since. Experience has 
been bought and paid for. Satisfaction to customers results. 

To know that their orders are being executed under the direct 
supervision of these practical men is gratifying to a large field of 
general planing mills and dealers. They know when a Crooks sales- 
man books an order that he has made an honest price; that if their 
lists contain possible errors a Crooks will write for correct information ; 
that the woods from which their doors are made have been selected 
by a Crooks lumberman; that the way in which they are made is 
being constantly watched over by an expert, quality-exacting Crooks 
door-man. From start to finish a Crooks is sponsor to all Crooks 
Doors. This is the secret of Crooks satisfaction. 
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INTRODUCTION 



Moulding 
Sections 



THIS CATALOGUE is not an advertisement, it is a 
busy man's reference book. Our main consideration 
has been to show you various designs accompanied by 
all necessary, technical information. Everything has been 
outlined as clearly as possible, while some of the convenient 
new features will be of value. 

Chief among these are the /'//// size moulding sections on 
blue print page 4-5. The name or number of moulding used 
is given with each door illustration. By turning to Page 45 
and applying a rule on the given section you get exact 
dimensions for all parts including width and height of 
moulding and fillet, finished thickness of veneers, thickness 
of panels, etc. 

The showing of inlay corners for flush doors on Pages "rl 
and 53 is also a new feature, added to simplify selection. We 
have had room for only a few, but these are attractive on 
woods of any kind. 

This is a decided innovation in door designing. The 
thought is original with us and has found favor with many 
architects consulted. Advertisers in various lines are already 
using the idea to advantage. Insert page at number 59 
contains complete information. 

The value of your time was considered when the General 
Index on Page 68 was compiled. It tells you on just what 
page to find every door and article in this book. By grouping 
the different designs, giving the number, and then briefly 
describing the door we have made it easy for you to 
immediately locate the page that shows any door you have 
in mind. Once try this new index and you will always use it. 



Building There are an even fifty of the little pictures of big- 

Illustrations buildings. Lack of space prevents our showing many times 
that number. Among those selected, however, are many 
of the finest buildings in the East. This series, we believe, 
will offer your customers sufficient evidence of the quality 
of Crooks Doors. 



Inlay 
Corners 



Symbolic 
Designs 



The Index 
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THE words "CROOKS DOORS" are stamped on the 
top rail of every door leaving' our factory. This mark 
represents our guarantee. It is our assurance of per- 
fection or replacement. 

We guarantee to replace in the white, F. O. B. 
your station, any Crooks Door which proves defec- 
tive in material or workmanship. 

We expect, however, that the usual precautions in 
storing, handling, finishing, etc., shall be carried out. 

Caution Exterior Doors should be solid unless protected by deep 

porch and roof. If veneered, the face material should be no 
less than standard l i inch faces of sawed stock. If not 
specified for exterior, we usually assume doors are for inside 
use and t lie ,-s inch veneers then applied could not be guar- 
anteed if exposed to the weather. Be sure to paint top and 
bottom of all exterior doors alter fitting. An oil tiller and no 
less than two coats of exterior varnish should be used on face. 

No veneered door, of course, should be placed in a damp 
building. Your plaster must be dry. At least one coat of 
stain or shellac should be applied immediately on arrival. 
Like all manufacturers, we do not guarantee yellow pine 
doors not to check, as this tendency in yellow pine cannot 
be entirely overcome. 

If a defective door is received, the matter should be 
reported immediately to us. Do not attempt any repairs 
except at our instructions. 

One panel doors are not recommended less than \Y\ inches 



For 
Ordering 



thick. The plow, if doors are thinner, cannot be made heavy 
enough to receive the large panel, which should be % inch 
thick. Doors of two kinds of wood should be no less than 
\Y\ inches thick. Doors over three feet wide and over seven 
feet high should be at least \Y\ inches thick. Crooks standard 
layouts, mouldings, etc., will be furnished in the absence of 
other instructions. 

Pairs of sliding doors are made with astragal joint. 
Bands must be specified. French or Casement doors are 
always rabbeted unless otherwise marked. Kind of rabbet 
or astragal must be named for all other pairs, otherwise 
square edges at meeting stiles will be furnished. 

If these suggestions are followed, we assure you of perfect 
satisfaction and above guarantee is absolute. 
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No. C-103 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order. 

Plain Raised Mould No. 12 

Outside, Plain Flush 

Mould No. 13 Inside. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 
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Residence of John D. Rockefeller, Potantlco Hills, N. Y. 
Equipped with. Crooks Doors. 
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No. C-106 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order. 

Embossed Raised Mould 

Outside, Plain Flush 

Mould No. 13 Inside. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 




C-106 









-. 



.;!. v > .y« 






te^^Sr 1 *- 




PL 



<!iii!iii!iiiiin 
[7 



Residence of Eugene DuPoiit, Ceiitrcville, Del. 
Equipped witli Crooks Doors. 
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No. C-203 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order. 

Laminated Flat Panel. 

Plain Raised Mould No. 

12 Outside, Plain Flush 

Mould No. 13 Inside. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 
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Scollay Building, Boston, Mass. 
Equipped with Crooks Doors. 
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No. C-206 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order. 

Laminated Flat Panel. 

Embossed Raised Mould 

Outside, Plain Flush 

Mould No. 13 Inside. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 
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National Hani; of Commerce, Norfolk, Va. 
Equipped with Crooks Doors, 
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No. C-113 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order. 

Laminated Flat Oval 

Frame. 

Plain Raised Mould No. 

12 Outside, Plain Flush 

Mould No. 13 Inside. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 




Charles Jr. Schwab Auditorium, Stale College, Tn. 

Equipped with Croohs Doors. 
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No. C-116 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order. 

Laminated Flat Oval ' 

Frame. 

Embossed Raised Mould 

Outside, Plain Flush 

Mould No. 13 Inside. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 





C-116 
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tilrnr.l College High School, Philadelphia, Pa. 
Knuipped with Crodlw Doors. 
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War College Building Washington, D, C. 
Equipped with Cionks Doors. 
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No. C-216 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order. 

Laminated Flat Panel. 

Embossed Raised Mould 

Outside, Plain Flush 

Mould No. 13 Inside. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 
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Troy City Hospital, Troy, N. T. 
Equipped with Crooks Doors. 
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No. C-228 

Showing Quar. White Oak. 

Made to Order in All 

Woods. 

Double Framed Panel, 

Bevel Raised Outside, Flat 

Inside. 

Embossed Raised Mould 

Outside, Plain Flush 

Mould No. 13 Inside. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 
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Municipal Building, Springfield, Mass. 
Equipped with Crooks Doors. 
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No. C-508 

Showing Solid Chestnut. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order With 1-4 in. Veneer 

Unless Specified Solid. 

Bevel Raised Panels Two 

Sides. 

Bead and Cove Solid 

Mould. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 







C-508 




Times-Dispatch Building, Richmond, Vn. 

Equipped with Crooks Doors. 
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No. C-162 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood, 

Other Woods Made to 

Order. 

Inserted Sash with Plain 

Flush Mould Two Sides. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45, 

General Index, Page 68. 

Stock Sizes in Price List. 
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Hotel ClarMee, New York City, X. 
Equipped with Crooks Doors. 
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No. C-163 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order. 

Inserted Sash with Plain 

Flush Mould Two Sides. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 












National State Bank Building, Newark, X. 
Equipped with Crooks Doors. 



C-163 









;. , m i . :: M ; ;■ .: : ; '! .; I ! I . : ' ' : ,' : - , . ■ ,. : : .:...:■ : : ; .: i ■ : : !; i: :,,.'; ; m 

[17 



fl 



jg ■ : i i i ; i ■ ■ : i ■ ! ■ i . i . . I ■ ■ ■ 

iiniiiiiiiiB Bin; i iiiiiiiiiiiiiiiiiiiiiiiiif Exterior Designs 



:" I!.. ..!: II ■.;' ill ' ■ : I :.::! :•■' ■ ■■ !■!■ '■ : '■ ■■ :|,; i) -■ 



A 










"v ///illil 


- ' - -.— 


\ 






w 





C-262 



No. C-262 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order. 

Inserted Sash, Plain 

Flush Mould No. 13 

Around Both Sides of 

Laminated Panel. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 
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Y. M. C. A. liuililins. Richmond, Va. 
Kquippcd with Crooks Doors. 
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No. C-2(j;i 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order. 

Inserted Sash. Plain 

Flush Mould No. 13 

Around Both Sides of 

Laminated Panel. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 





C-263 
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Engineering Building, University of Pennsylvania. Philadelphia, Pi 
Equipped with Crocks Doors. 
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No. C-174 

Showing Plain Red Oak. 

Immediate Shipment in 

This Wood. 

Other Woods Made to 

Order. 

Bead No. 19 Around 

Glass. 

Also Made with Bead No. 

36. 

Built-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 
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Ortlway Building, 201 Market St., Newark, X, .1. 
Equipped with Crooks Doors. 
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No. C-580 

Showing Chestnut. 

Immediate Shipment in 

Chestnut, Birch and Red 

Oak. 

Other Woods Made to ' 

Order. 

Laminated Flat Panels. 

Bead and Cove Solid 

Mould. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

Sash Door to Match, 

Page 23. 

General Index, Page 68. 

Stock Sizes in Price List. 
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Iligliiaiul Building, Pittsburgh, Pa. 
Equipped with Crooks Doors. 
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No. C-580 

Showing Unsel, Birch. 

Immediate Shipment in 

Birch, Oak and Chestnut. 

Other Woods Made to 

Order. 

Laminated Flat Panels. 

Cove and Bead Solid 

Mould. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

Sash Door to Match, 

Page 23. 

General Index, Page 68. 

Stock Sizes in Price List. 






C-580 
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Delaware Stale Capitol Building, Dover, Del. 
Equipped with Crorks Doors, 
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No. C-599 

Showing Unsel. Birch. 

Immediate Shipment in 

Birch, Oak and Chestnut. 

Other Woods Made to 

Order. 

Laminated Flat Panels. 

Cove and Bead Solid 

Mould. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

Panel Door to Match, 

Page 22. 

General Index, Page 68. 

Stock Sizes in Price List. 
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.Miisnilk' Home, Eliznbetlitown, Th. 
Kiiuippecl vvilli Oooks Doors, 
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No. C-299 

Showing Unsel. Birch. 

Immediate Shipment in 

Birch, Oak and Chestnut. 

Other Woods Made to 

Order. 

Laminated Flat Panels. 

Cove and Bead Solid 

Mould. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

Panel Door to Match 

Page 25. 

General Index, Page 68. 

Stock Sizes in Price List. 



C-299 
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Oglethorpe Club. Savannah, Ga. 
Equipped with Crooks Doors. 
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No. C-280 

Showing Chestnut. 

Immediate Shipment in 

Chestnut, Birch and Oak. 

Other Woods Made to 

Order. 

Laminated Flat Panels. 

Bead and Cove Solid 

Mould. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

Sash Door to Match, 

Page 24. 

General Index, Page 68. 

Stock Sizes in Price List. 
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Berkley Galleries, Boston, Mass. 
Equipped with Crooks Doors. 
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No. C-287 

Showing Plain Red Oak. 

Made to Order in All 

Woods. 

Stationary Slats. 

Projecting Mould. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

Used as Bed Room 

Ventilator. 

INDEX 

Layout of Doors, Pages 

66-67. 

General Index, Page 68. 
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Clialfonle Hotel, Atlantic City. K. J. 
Equipped with Cronks Doors. 
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No. C-281 

Showing Sel. Red Gum. 
Plain Stiles and Rails of 
1-8 in. Rotary Cut Veneer. 
Figured Panels of Quarter 
Sawed Veneer. 
Made to Order. 
Laminated Flat Panels. 
Flush Mould No. 13. 
Built-up Core. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 
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Kwth-East Manual Training Sehnol. Philadelphia. Pa. 

Equipped wit li Crooks Doors. 
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C-240 






No. C-240 

Showing Chestnut. 

Made to Order in All 

Woods, 

Laminated Flat Panels. 

Solid Mould as Ordered. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

Sash Door to Match, 

Page 29. 

General Index, Page 68. 
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Union Trust Company, BHltimore. Mil. 
KquipiiPil Willi Crooks Doors. 
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No. C-241 

Showing Chestnut. 

Made to Order in All 

Woods. 

Laminated Flat Panels. 

Solid Mould as Ordered. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

Panel Door to Match, 

Page 28. 

General Index, Page 68. 
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Mjftrlmcnl House, 13". South IStli St.. Philadelphia, Pa. 
Equipped witli Crooks Doois. 
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No. C-180 

Showing Red Gum, 

Selected for Color and 

Figure. 

Made to Order. 

Laminated Flat Panel. 

Solid Mould as Ordered. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 
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Irem Temple. A. A. 0. X. M. S.. Wilkes-Ham?. Pa. 
Equipped Willi Cvroks Doors. 
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No. C-180 

Showing Chestnut. 

Immediate Shipment in 

Chestnut, Birch and Oak, 

Other Woods Made to 

Order. 

Laminated Flat Panel. 

Bead and Cove Solid 

Mould. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 

Stock Sizes in Price List. 
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First Presbyterian Church, Pittsburgh, Pa 
IC(|iii|}[H'il with Crunks Dnois. 
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No. C-180 

Showing Figured 
Mahogany Panel, Plain 
Red Gum Stiles and Rails. 
Made to Order. 
Laminated Flat Panel. 
Solid Mould as Ordered. 
Built-up Core. 
1-8 in. Rotary Cut Veneer. 
Both Woods Finish Even 
Mahogany Color, 
Combining Luxury With 
Economy. 
Popular in Hotels, 
Apartments and Homes of 
Refinement. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 
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Apartment House. X. K. Comer ISth & Walnut Streets. 

Hittenhouse Park, Philadelphia, ra. 

I : < i ■ i i t ' I ' < ' ' 1 » ith ' i I'lilis Demi's. 



= : < I I . I > I lilllliilllllli III. Mil '' ::,! Illlllllllllllllllllllllllllllll^ 

I Interior Designs P 

? Ml MUMnMIIMMMmNM iiiiiiiiiiiiiiiiiiniiiiiiil 



J 




No. C-181 

Showing Red Gum, 
Selected for Color. 
Panels Quarter Sawed 
and Matched. White Sap 
Lines Must Be Specified 
if Desired. Made to 
Order. 

Laminated Flat Panel. 
Flush Mould No. 13. 
Built-up Core. 
Stiles and Rails 1-8 in. 
Rotary Cut Veneer. 
Expert Matching Secures 
Circassian Walnut Effect 
at Much Less Expense. 
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Apartment House, 1C31 Walnut St., Philadelphia, 1 
Equipped with Crooks Doors, 
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No. C-183 

Showing Sel. Red Birch. 

Made to Order in All 

Woods. 

Laminated Flat Panel. 

Plain Raised Mould 

No. 12 Both Sides. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Si2e Moulding 

Sections, Page 45. 

General Index, Page 68. 
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United Males Capitol Building. Washington, 1). C. 
House ami Senate Rooms Equipped Willi Crooks Doors 
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No. C-175 

Showing Plain Red Oak. 

Made to Order in All 

Woods. 

Bead No. 19 Around Glass. 

Built-up Core, 

1-8 in. Rotary Cut Veneer. 

Specify Sawed Veneer if 

Ordering for Exterior 

Use. 

Rotary Cut Veneer Not 

Guaranteed Against 

Weather. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 
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lYiiiisyiviniia State Capita] Building, Hniiishiug, Pa. 
Kquipped with Crooks Doors. 
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No. C-250 

Showing Curly Birch, 

Unselected for Color. 

Made to Order in All 

Woods, 

Laminated Flat Panels. 

Square Solid Mould. 

Built-up Core, 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Sash Door to Match, 

Page 37. 

General Index, Page 68. 
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Y. M. C. A. Building, Charleston, S. C. 
Equipped with Crooks Doors. 
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No. C-251 

Showing Curly Birch, 

Unselected for Color. 

Made to Order in All 

Woods, 

Laminated Flat Panel. 

Square Solid Mould. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Panel Door to Match, 

Page 36. 

General Index, Page 68. 
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Mlor Court, Broadway, SOth to 90th St.. New York City 
Doors Equipped with Crooks Panels. 
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No. C-253 

Showing Chestnut. 

Made to Order in All 

Woods. 

Laminated Flat Panels. 

Square Solid Mould. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67, 

Sash Door Similar, 

Page 39. 

General Index, Page 68. 
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Jlnnufaeturcrs' Club, Philadelphia, Ta. 
Equipped with Crooks Doors. 
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Craftsman Designs 
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No. C-256 

Showing Chestnut. 

Made to Order in All 

Woods. 

Laminated Flat Panels. 

Square Solid Mould. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Panel Door Similar, 

Page 38. 

General Index, Page 68. 
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Rltz-Carltoil Hotel, Pliilailelphia, Pa. 
Kquippeil with Croaks Doors. 



ami » 



:! iiik'iiii: ilHU'ii: Hi !ii:'.i, 



..,■!'■ i. . I . '! Ii.il... ■ . :. 



Illllllllll£ 



Colonial Designs m 

■ iinii i Mil* - 




<f 



No. C-144 

Showing Unsel. Birch. 

Made to Order in All 

Woods. 

Laminated Flat Panels. 

Solid Mould as Ordered. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 
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OfflcD Building Nn. 2. Victor Talking Machine Co 
Equipped with Crooks Doors, 



Camden. N. .1. 
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No. C-244 

Showing Chestnut. 

Made to Order in All ' 

Woods. 

Laminated Flat Panels. 

Solid Mould as Ordered. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 
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Union I.i'iisiii' Clnli House. I'liilatlflpliia, l'a. 
Equipped with Crooks Doors. 
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No. C-380 

Showing Unsel. Birch. 

Made to Order in All 

Woods. 

Laminated Flat Panels. 

Solid Mould as Ordered. 

Built-up Core. 

1-8 in. Rotary Cut Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 
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Rasidence Kx-Goveinor Hastings, Bellefonle, Va. 
Equipped with Crooks Doors. 
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No. C-382 

Showing Quar. White Oak. 

Made to Order in All - 

Woods. 

Laminated Flat Panels. 

Flush Mould No. 10. 

Built-up Core. 

1-8 in. Sawed Veneer. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 
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Residence Lyman II, Howe, Wilkes-Banc, Pa, 
Equipped with Crooks Doors, 
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No. C-388 

Showing Unsel. Birch. 

Made to Order in All 

Woods. 

Bevel Raised Panels and 

Flush Mould No. 10 Both 

Sides. 

Built-up Core. 

Sawed Veneer (1-8 in. 

Thick) Is Used to Insure 

Same Texture and 

Character of Grain as in 

Sawed Panels. 

INDEX 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 
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First National Bank, Syracuse, N. T. 
Equipped with Crooks Doors. 



FULL SIZE DOOR SECTIONS 

Unless Otherwise Ordered these Mouldings, etc., Will Be Furnished. Index on Each Page 

Gives Number of Mouldings for All Doors 
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elevation, Section and Plan of Crooks 
Non -Warping Sanitary Door 



Note core consists of narrow strips 
(white pine and chestnut). These are 
glued together to form stiles, cross 
rails and panels. After planing to 
even thickness, all parts are com- 
pletely FRAMED. Next we assemble 
into a core door — then re-dry in hot 
rooms. Sanding for perfectly even 
surface is succeeding operation and 
finally STANDARD )i INCH SAW- 
ED FACE VENEERS are applied 
under heavy hydraulic pressure. 

This laminated, framed core abso- 
lutely prevents shrinking and swell- 
ing, thus overcoming warping. The 
heavy veneer eliminates checking, 
blistering and sunken face. We have 
used this construction for more than 
fifteen years to manufacture thousands 
of sanitary doors. To date we have 
never been asked to replace or repair 
a single door of this design — a record 
which speaks for itself. 
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Specifications for Crooks Non-Warping 

Sanitary Door 

All doors shall be flush veneered doors with cores of pine or chestnut strips, thoroughly 
kiln-dried, built up into stiles, rails and panels, and framed together in cross-panel fashion. This 
assembled core to be again thoroughly dried, and sanded to a perfectly even thickness before face 
veneers are applied. The face veneers shall be standard % inch thick, of wood corresponding to 
the finish in the different rooms. Doors to be Crooks non- warping construction or equal, as 
manufactured by W. D. Crooks & Sons, Williamsport, Pa. 
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No. C-689 

Showing African 
Mahogany. 

Made to Order in All 
Woods. 

Built-up, Framed Core. 
Standard 1-4 in. Sawed 
Veneer. 

Inlay White Holly and 
Ebony. 

Cut Shows Outer Inlay 
with Special Checker- 
board Combination 
Which Must Be Specified 
if Desired, Otherwise 
Standard Strip of Holly 
Margins and Ebony 
Center Will Be Furnished 



Crooks Non-Warping 
Sanitary Construction, 
Page 46. 

Inlay Corners, Pages 52-53 
General Index, Page 68. 
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Sea View Hospitals. New York City 
Eiiulppcd with Crooks Doors. 
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No. C-684 

Showing Quar. White Oak. 

Made to Order in All 

Woods. 

Built-up, Framed Core. 

Standard 1-4 in. Sawed 

Veneer. 

Inlay White Holly and 

Ebony, 

INDEX 

Crooks Non-Warping 
Sanitary Construction, 
Page 46. 

Inlay Corners, Pages 52-53. 
General Index, Page 68. 
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lVmisylvania State Hospitals, Ritteisvilie, Va. 
KciuipiH-il with Crooks Doots. 
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No. C-681 

Showing Plain Red Gum, 

Made to Order in All 

Woods. 

Built-up, Framed Core. 

Standard 1-4 in. Sawed 

Veneer. 

Inlay White Holly and 

Ebony. 

INDEX 

Crooks Non-Warping 
Sanitary Construction, 
Page 46. 

Inlay Corners, Pages 52-53. 
General Index, Page 68. 
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.Sisue lusliliitioii for Feeble Mimletl. Spring City, Pa. 
Equipped with Crooks Doors. 
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No. C-680 

Showing Yellow Pine. 

Made to Order in All 

Woods. 

Built-up, Framed Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Crooks Non-Warping 
Sanitary Construction, 
Page 46. 

Inlay Corners, Pages 52-53. 
General Index, Page 68. 
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Ithaca City Hospital, Itliaca, N. Y, 
Equipped witli Crooks rjuois. 
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No. C-680 

Showing Circassian 

Walnut. 

Made to Order in All 

Woods. 

Built-up Framed Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Crooks Non-Warping 
Sanitary Construction, 
Page 46. 

Inlay Corners, Pages 52-53. 
General Index, Page 68. 
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State Hospitals, Augusta, Ga, 
Equipped with Crooks Doors. 
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Full Size nlay Cor> :rs 

3 








Design Q 
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F ll Size In \.y Corners 




Design V 





Design X 



U 




Design T 



TECHNICAL INLAY INFORMATION 

All illustrations of these inlay designs are full size. The use of a rule will show actual widths, 
distance between strips, etc. 

The ft inch lines are made up of two outer strips of white holly fe inch wide, while the center is 
ebony ^ inch wide, as shown. 

The single white strips | inch wide are white holly. 

Distance allowed between outer inlay line and the edge of door at sides and top is 5| inches, 
distance at bottom 12 inches, 

On special doors, such as glass top, etc., the margin at sides and top will vary to suit the design. 
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No. C-600 

Showing Plain Red Oak, 

Made to Order in All 

Woods. 

Built-up, Framed Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Crooks Non-Warping 
Sanitary Construction, 
Page 46. 

Glass Sizes, Page 65. 
Inlay Corners, Pages 52-53. 
General Index, Page 68. 
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George F. Gelslnger Memorial Hospital, Danville, l'a. 
Equipped willi Croaks Doors. 
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No. C-601 

Showing Plain Red Oak. 

Made to Order in All 

Woods. 

Built-up, Framed Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Crooks Non-Warping 
Sanitary Construction, 
Page 46. 

Glass Sizes, Page 65. 
Inlay Corners, Pages 52-53. 
General Index, Page 68. 




C-601 
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Beaven Hall, Worcester, Mass. 
Equipped with Crooks Doors. 
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Bungalow Designs 
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Sill 
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No. C-699 

Showing Chestnut. 

Made to Order in All 

Woods, 

Built-up, Framed Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Crooks Non-Warping 
Sanitary Construction, 
Page 46. 

Glass Sizes, Page 65. 
Inlay Corners, Pages 52-53. 
General Index, Page 68. 




Municipal Hospitals, I'liilaiU'lpliin. l'a. 
Equipped with Crooks Doors. 
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Bungalow Designs 
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No. C-621 

Showing Quar. White Oak. 

Made to Order in All 

Woods. 

Built-up, Framed Core. 

Standard 1-4 in. Sawed 

Veneer. 

Symbol Shown is the Psi 

Upsilon College 

Fraternity Emblem. 

INDEX 

Crooks Non-Warping 
Sanitary Construction, 
Page 46. 

Glass Sizes, Page 65. 
Inlay Corners, Pages 52-53. 
General Index, Page 68. 
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Psi Upsihm Fraternity House. University of Pennsylvania, Philadelphia, Pa. 
Equipped with Crooks Doors. 












Symbolic Designs, as illustrated on Pages 58-59-60, rep- 
resent a new departure in door manufacture. No other 
mill has ever' presented the idea, although some of the 
leading architects are now successfully using these doors 
at our suggestion. 

The three types selected should be sufficient to illus- 
trate theipossibilities of this door* 

Lodges, clubs, college fraternity houses, and the like 
usually display their emblem on the outside of their build- 
gs for identification. These, however, are visible during 
the day only. The symbolic entrance door design, on the 
.-ontrary," is particularly useful and attractive at night, as 
the artificial light from within illuminates the art glass 
symbol, thus identifying the building. To be strictly sym- 
bolical it is, of course, necessary that the shape of the 
light shall be the shape of the organization's standard pin, 
hadge or emblem. 

We have also had the pleasure of working out this idea 
for advertisers by inserting their trade-mark on colored 
-lass in the properly shaped glass openings. A cheaper 
method of continuous sign display has never been devised 
as the first cost of the door is the only investment. This 
makes a dignified but very effective entrance for both 
stores and offices. Early indications point to its popular 
usage by the advertising public. 
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No. C-630 

Showing Cypress. 

Made to Order in All 

Woods. 

Built-up, Framed Core. 

Standard 1-4 in. Sawed 

Veneer. 

Shape of Light 

Determined by Shape of 

Various Emblems. 

INDEX 

Crooks Non-Warping 
Sanitary Construction, 
Page 46. 

Glass Sizes, Page 65. 
Inlay Corners, Pages 52-53. 
General Index, Page 68. 





C-630 
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Elks Home, Wilkes- Rune. Ea. 
ISqriipped with Cranks Doors. 



, : :im mi 
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; Symbolic Designs 
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C-620 



4HI 



>. C-620 

Showing Plain Red Oak. 

Made to Order in All 

Woods. 

Built-up, Framed Core, 

Standard 1-4 in. Sawed 

Veneer. 

An Attractive Door for 

Churches, Convents, etc. 

INDEX 

Crooks Non-Warping 
Sanitary Construction 
Page 46. 

Glass Sizes, Page 65. 
Inlay Corners, Pages 52-53. 
General Index, Page 68. 
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Mount Kt. Mary's Cnlkw, l'liiinfielcl, N. 1. 
Equipped with Crooks Doors. 



', I J ' i :. I 1 1 ■: mil.: | 

Side Lights 
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SL. C-106 & C-174 

Showing Plain Red Oak. 

Made to Order in All 

Woods. 

C-106 Embossed Rsd. 

Mid. Outside. 

Plain Flush Mid. No. 

13 Inside. 

C-174 Bead No. 19. 

Buiit-up Core. 

Standard 1-4 in. Sawed 

Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 



SL. C-106 



SL. C-174 
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SL. C-20.3 & C-206 

Showing Plain Red Oak. 
Made to Order in All 
Woods. 

Laminated Flat Panels. 
Both Plain Flush Mid. 
No. 13 Inside, C-203 Plain 
Rsd. Mid. No. 12 Outside, 
C-206 Embossed Rsd. Mid. 
Outside. 
Built-up Core. 
Standard 1-4 in. Sawed 
Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 



SL. C-203 



SL. C-206 
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SL. C-113 & C-216 

Showing Plain Red Oak. 
Made to Order in All 
Woods. 

Laminated Flat Panel. 
Both Plain Flush Mid. 
No. 13 Inside, C-113 Plain 
Rsd. Mid. No. 12 Outside. 
C-216 Embossed Rsd. Mid. 
Outside. 
Built-up Core. 
Standard 1-4 in. Sawed 
Veneer. 

INDEX 

Glass Sizes, Page 65. 

Layout of Doors, Pages 

66-67. 

Full Size Moulding 

Sections, Page 45. 

General Index, Page 68. 
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SL. C-113 



SL. C-216 
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No. C-180 



Showing Chestnut. 
Immediate Shipment in 
Chestnut, Birch and Oak. 
Solid Mid. Panel Side, 



Plain Rsd. Mid. Mirror 

Side. 

One Panel Is Cheapest 

and Best Obtainable. 



INDEX 

Glass Sizes, Page 65. 
Layouts, Pages 66-67. 
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3 of Sash _ x>i s 



Page 


Design 


2/6 

X 

6/6 


6 
x ' 


2/8 

x 
6 8 


2 10 

X 

6/ 10 


2 

x -1 
7 


2/8 

X 

7 


2/10 

7" 


3/0 

X 

7 / 


3/0 

X 

7/6 


6 


C 103 


16 x52 


16 x54 


18 x54 


2' <5fi 


16 x58 


18 x58 


20 x58 


22 x58 


22 x64 


7 


C 106 


16 x52 


16 x54 


18 x54 


' 56 


16 x58 


18 x5S 


20 x58 


22 x58 


22 x64 


8 


C-203 


16 x38 


16 x40 


IS x40 


2- x42 


16 x44 


18 x44 


20 x44 


22 x44 


22 x50 


9 


C-206 


16 x38 


16 x40 


IS x40 


20 x42 


16 x44 


18 x44 


20 x44 


22 x44 


22 x50 


14 


C-228 


18 x24 


18 x26 


20 x26 


22 x28 


IS x30 


20 x30 


22 x30 


24 x30 


24 x36 


IS 


C 508 


20 x34 


20 x36 


22 x36 


24 x38 


20 x40 


22 x40 


24 x40 


26 x40 


26 x46 


16 


C 162 
Center Lt. 


6§x42§ 


u 16 x "l6 


8i;x44j 


9ix45f 


6}|x48|i 


8fx48fi 


9i J x47ft 


10|x46fi 


10^x52ft 


16 


C-162 
Outside Center Lts. 


3|x42| 


3£x44|g 


4 x44^ 


4ix45f 


3tx48| 


4 x48ft 


4ix47ft 


5 x46J 


5 x52ft 


16 


C-162 
Top & Bot. Ctr. Lts. 


6fx 3f 


6gx 3| 


S^x 4 


9§x U 


6gx 3* 


8|x 4 


9fx 41 


10§x 5 


lOIx 5 


16 


C-162 

Corner Lts. 


3|x 3^ 


3fx 31 


4x4 


4Ax 4i 


3£x 3| 


4x4 


ihx a 


5x5 


5x5 


17 


C-163 

Center Lt. 


7ix43t 


7ix45| 


8Ax443 


9|x45f 


7ix49g 


8Ax48f 


9ix47| 


10ix46^ 


10Ax52f 


17 


C 163 

Outside Center Lts. 


3£x39f 


34x4H 


3gx391 


4ftx40i! 


3ftx45S 


3|x43i 


4ftx42il 


5 x40i 


5 x46i 


17 


C-163 
Top Center Lts. 


IX- 17 


3^x 3 1 

°1G X J l« 


l I5 v 31S 


4lv- JX 


1I_ Ol 
"IS*- J I6 


015 01s 

°16 X °16 


4iii s 4jg 


5x5 


5x5 


17 


C-163 
Bottom Center Lts. 


7^x 3£ 


7hx 3ft 


Six 3Ji 


9^x 4ft 


7|x 3ft 


8*x 3fl 


9ix 4ft 


lOlx 5 


lOIx 5 


17 


C 163 
Top Corner Lts. 


3&x 71 


31x 71 


3j§s 81 


4ftx 9^ 


3ftx 7 A 


3|§x 8* 


4ftx 9i 


5 xlOA 


5 xlOA 


17 


C 163 

Bottom Corner Lts. 


3ftx 3ft 


3ftx 3ft 




4i„ 47 


•JigX Jte 


1|§V 115 

J H3 X J [6 


4^x 4i 


5x5 


5x5 


18 


C-262 
Top Lts. 


4^ 5 


4|x 5 


Six Sh 


fi3„ C3 
U 16 X U 15 


4gx 5 


5ix Sh 


fi^x 6^ 
u ig x u ir. 


&i% 7 


6ix 7 


18 


C 262 

Lower Lts. 


4gx32 


4f§x34 


5Ax33i 


6 a x34^ J 


4ix38 


Six37i 


6|x36!f 


6'|,x36 


61|x42 


19 


C-263 
Center Lt. 


7ix33f 


7Ax35| 


8ix35 


91x36ft 


7ix39ft 


81x39 


9ix38ft 


10^x37^ 


10i-x43I 


19 


C-263 

Outside Lower Lts. 


3ftx29ft 


3ftx31ft 


4 x30ft 


4ftx31ft 




4 x34ft 


4ftx33ft 


4!5 x .19j_ 

^1B XJ -H3 


4{§x38f 


19 


C-263 

Top Center Lts. 


32-x 3^ 


3u;X Jjjj 


4x4 


4ftx 4ft 


3^x 3 2. 
j i6 x o 16 


4x4 


4ftx 4ft 


4S5,, 4I3 


415 v 415 


19 


C 263 

Top Outside Lts. 


3^x 7\ 


3ftx 7 A 


4 x 8i 


4ftx 91 


3ftx 74 


4 x 8£ 


4ftx 9^ 


4|ixl0i 


4||xl0| 


20 


C-174 
Each Lt. 


Sfxl3^ 


5fxl3| 


6|xl3| 


6gxl4 


5txl4g 


6fixl4| 


6'4xl4 : l 

u 16^ ' ^ 16 


7fxl4fi 


7fxl6 


23 


C 599 


21 x37^ 


21 x38| 


23 x38^ 


25 x39^ 


21 x41 


23 x41 


25 x41 


27 x41 


27 x36i 


24 


C-299 


21 x38 


21 x40 


23 s40 


25 x42 


•21 x44 


23 x44 


25 x44 


27 x44 


27 x50 


29 


C-241 


21 x20 


21 x20 


23 x20 


25 x20 


21 x20 


23 x20 


25 x20 


27 x20 


27 x20 


35 


C-175 
Each Lt. 


6ixl2i 


6ixl2| 


7^xl2f 


71x13 


6|xl3ft 


7^ x 13ft 


7^x13^ 


8 Ax 13ft 


8Axl4| 


37 


C-251 


19 xl8 


19 xl8 


21 xl8 


23 xl8 


19 xl8 


21 xl8 


23 xl8 


25 xlS 


25 xl8 


39 


C-256 
Each Lt. 


4| x 84 


4ix 81 


4*x8^ 


Six 8* 


4ix8f 


4fx 81 


Six 8^ 


5fx 8| 


Six 81 


54 


C-600 
Each Lt. 


4|x22 


4j|x22 


4ftx22 


4|x22 


4|x22 


4ftx22 


4|x22 


5ftx22 


5ftx22 


56 


C-699 


19 x30 


19 x32 


20 x32 


22 x34 


19 x36 


20 x36 


22 x36 


24 x36 


24 x42 


57 


C-602 
Center Lt. 


4ix36 


4ix3S 


4^38 


5ix40 


41x42 


• 4ftx42 


SJx42 


5ix42 


5*x48 


57 


C-602 
Outside Lts. 


4]x24 


41x26 


4ftx26 


5±x28 


4ix30 


4ftx30 


5ix30 


51x30 


5^x36 


64 


C-180 

Mirror 


18^x59^ 


18|x6l| 


20|x611 


22^x631 


181x651 


20ijx65i 


22fx65^ 


24fx65^ 


24i : x7H 



Glass Sizes of Side Lights 



Page 


Design 


10x6 6 


1 0x6 8 


1 0x610 


1 0x7 


12x7 


1 4x7 


1 6x70 


1 8x7.;0 


1/8x7/6 


61 


SL.C 106 


6 x52 


6 x54 


6 x56 


6 x5S 


8 xS8 


10 x58 


12 x58 


14 x58 


14 x64 


61 


8 L. C-174 
Each Lt 


°16 S1J 16 


iiiviia 

J l6 ilJ l6 


3j|xl4 


lU v 14iL 

J 1G X1 *I6 


41K.149 




RU v 14il 
U 16 xl4 10 


7^xl4ft 


7^x16 


62 


C-203 
SL. C-206 


6 x38 


6 x40 


6 x42 


6 x44 


8 x44 


10 x44 


12 x44 


14 x44 


14 x50 



Above sizes are actual sizes glass should be cut. Necessary allowance for glass play is made in all openings. 
Paper templets for irregular, oval or circular lights will be mailed when requested. 
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Layout of Solid Mould Doors 









Page 


Design 


Stiles 


Top 
Rail 


Lock- 
Rail 


Bottom 
Rail 


Inter- 
mediate 
Rails 


Muntins 


Height to 

Top of 
Lock Rail 






Inches 


Inches 


Indies 


Inches 


Inches 


Inches 


Inches 


15 


C-508 


5% 


5/2 


8 


9 


5 




39ft 


20 


C 174 


6H 


6X 




IS '4 




1 '.; 




21-22 


C-580 


5 


5 


5 


9 


. 5 






23 


C-599 


5 


5 


5 


9 


5 






24 


C-299 


5 


5 


8 


9 






36 


25 


C-280 


5 


5 


8 


9 






36 


28 


C-240 


5 


5 


8 


9 










29 


C-241 


5 


5 


8 


9 










30-31-32 


O 480 


5 l A 


s% 




12 










35 


C-175 


4r8 


"4l6 




10 




1 % 






36 


C-250 


5)4 


5^ 


5/ 2 


12 










37 


C-251 


5 l A 


S% 


5^ 


12 










38 


C-253 


5 l A 


5^ 


5^ 


12 




5 






39 


C 256 


sy? 


5>^ 


b l A 


12 




1 H is. 5 






4(1 


C-144 


5 


5 




12 




5 






41 


C-244 


5 


5 




9 


5 


5 






42 


C-380 


5 


5 


8 


9 


5 


5 


36 


61 


SL.C-174 


2% 


6# 




18# 




Pa 





Width given for stiles and rails of solid mould doors includes the sticking. 
Height from bottom of door to top of lock rail includes the lock rail sticking. 
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Layout Raise * and Flush 
Mould r ^ors 



Page 


Design 


Stiles 


Top 
Rail 


Lock 
Rail 


Bottom 
Rail 


Inter- 
mediate 
Rails 


Muntins 


Flush 

Mould 

Adds to 

Width of 

Stiles and 

Rails 


Raised 

Mould 

Adds to 

Width of 

Stiles and 

Rails 


Height to 

Top of 

Lock 

Rail 






Inches 


Inches 


Inches 


Inches 


Inches 


Indies 


Inches 


Inches 


Inches 


6 


C-103 


6 


6 




18 






\% 


\A 




7 


C-106 


6 


6 




18 






\% 


\A 




8 


C-203 


6 


6 


7 


12 






l A 


\A 


117 


9 


C-206 


6 


6 


7 


12 






\A 


\A 


1 1 7 


10 


C-113 


6 


6 




18 






1>2 


i 1 . 




11 


C-116 


6 


6 




18 






1>2 


\A 




12 


C-213 


6 


6 


7 


12 






\A 


\A 


117 


13 


C-216 


6 


6 


7 


12 






\A 


i A 


117 


14 


C-228 


5 


5 


8 


12 






\A 


\A 


4Sto 


16 


C-K.2 


6 


6 




18 












17 


C-163 


6 


6 




18 












IS 


C-262 


6 


6 


7 


12 






1/2 




32M 


19 
26 


C-263 
C-287 


6 


6 
4iJ4 


7 
5 


12 
9 






\A 

PR.OJ. MLD. 




32H 
36 


27 


C-281 


5 


5 


7 


9 






1# 




37 A 




C-181 


5K 


5>^ 




12 






1^' 






34 


C-183 


5^ 


5A 




12 








1 A 




-13 


C-382 


5 


5 


7 


<J 


+ A 


±A 


1 




37 


44 


C-388 


5 


5 


7 


9 


±A 


VA 


1 




37 


61 


SL. C-106 


i 


6 




18 






\A 


\A 




62 


SL. C-203 


2 


6 


7 


12 






\A 


\A 


33ve 


62 


SL. C-206 


2 


6 


7 


12 






\A 


\A 


117 


63 


SL. C-113 


2 


6 




18 






v% 


lA 




63 


SL. C-216 


2 


6 


7 


12 






\A 


\A 


OJl6 



Width given for stiles and rails of Raised, Flush and Projecting Moulded doors 
does not include width of moulding. 

Height from bottom of door to top of lock rail includes lock rail moulding. 
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General 

Name Description Page 
Guarantee — Caution— Instructions for Order- 
ing ■ 5 

Exterior Designs 6 to 20 

C-103 Oak, One Long Light, Plain Raised Mould 

One Side 6 

C-106 Oak, One Long Light, Embossed Eaised Mould 

One Side 7 

C-203 Oak, One Panel, One Light, Plain Eaised 

Mould One Side 8 

C-206 Oak, One Panel, One Light, Embossed Eaised 

Mould One Side 9 

(' 1 1:: Oak, One Long Oval Light, Plain Raise. I Mould 

One Side 10 

0-116 Oak, One Long Oval Light, Embossed Eaised 

Mould One Side 11 

C-213 Oak, One Panel, One Oval Light, Plain Raised 

Mould One Side 1- 

C-216 Oak, One Panel, One Oval Light, Embossed 

Eaised Mould One Side 13 

C-228 Qr. Oak, One P. P. Panel, One Lt„ Embossed 

Eaised Mould One Side 14 

C-508 Solid Chestnut, Two Cross Panel, One Light, 

W. T., Solid Mould 15 

0-162 Oak, Nine Lights Marginal Arrangement, 

Flush Mould 16 

C-163 Oak, Ten Lights Marginal Arrangement, Plush 

Mould 17 

C-262 Oak, One Panel, Six Lights Marginal Arrange- 
ment, Flush Mould IS 

C-263 Oak, One Panel, Seven Lights Marginal Ar- 
rangement, Flush Mould 19 

C-174 Oak, Twelve Equal Lights, Beads for Glass.. 20 

Interior Designs 21 to 35 

C-580 Chestnut, Five Cross Panels, Solid Mould 21 

C-580 Birch, Five Cross Panels, Solid Mould 22 

0-599 Birch, Two Cross Panels, One Light, Solid 

Mould 23 

0-299 Birch, One Panel, One Light, Solid Mould... 24 
C-280 Chestnut, Two Regular Panels, Solid Mould.. 25 

C-287 Oak, Two Slat Panels, Projecting Mould 26 

C-281 Eed Gum, Two Regular Panels, Flush Mould. 27 
C-240 Chestnut, Two Panels, Small Panel at Top, 

Solid Mould 28 

C-241 Chestnut, One Panel, One Small Light at Top, 

Solid Mould 20 

C-180 Eed Gum, One Panel, Solid Mould 30 

C-180 Chestnut, One Panel, Solid Mould 31 

C-1S0 Eed Gum Frame, One Mahogany Panel, Solid 

Mould . 32 

C-1S1 Eed Gum Frame, One Qr. Eed Gum Panel, 

Flush Mould 33 

C-1S3 Eed Birch, One Panel, Plain Eaised Mould.. 34 
C-175 Oak, Fifteen Equal Lights, Beads for Glass.. 35 



Index 

Name Description Page 

Craftsman Designs 36 to 39 

0-250 Curly Birch, Two Panels, Square Solid Mould. 36 
C-251 Curly Birch, One Panel, One Light, Square 

Solid Mould 37 

0-253 Chestnut, Three Panels, Square Solid Mould. 38 
0-256 Chestnut, Two Panels, Eight Lights, Square 

Solid Mould 39 

Colonial Designs , 40 to 44 

C-144 Birch, Two Vertical Panels, Solid Mould 40 

C-244 Chestnut, Four Panels, Solid Mould 41 

G-380 Birch, Six Panels, Solid Mould 42 

C-382 Qr. Oak, Six Panels, Plush Mould 43 

0-388 Birch, Six Eaised Panels, Flush Mould 44 

Full Size Moulding Sections 45 

Illustration of Sanitary Door Construction... 46 

Sanitary Designs 47 to 51 

0-689 Mahogany, Inlaid 47 

C-684 Qr. Oak, Inlaid 48 

0-681 Eed Gum, Inlaid 49 

C-680 Yellow Pine, Plain (Xo Inlay) 50 

C-680 Circassian Walnut, Plain (Xo Inlay) 51 

Designs of Inlay Corners 52 and 53 

Technical Inlay Information 53 

Bungalow Designs 54 to 57 

C-600 Oak, Sanitary, Four Vertical Lights, W. T..,. 54 

C-601 Oak, Sanitary, Four Diamond Lights 55* 

C-699 Chestnut, Sanitary, One Light 56 

C-602 Oak, Sanitary, Door and Side Sash, Vertical 

Lights 57 

Symbolic Designs 58 to 60 

0-621 Qr. Oak, Sanitary, One Diamond Light, Fra- 
ternity Door 58- 

G-630 Cypress, Sanitary, One Circle Light, Elks 

Door 59 

C-620 Oak, Sanitary, One Cross Light Church or 

Convent Door GO 

Side Lights 61 to 63 

C-106 Oak, One Long Light, Embossed Eaised Mould 

One Side 61 

C-174 Oak, Twelve Equal Lights, Beads for Glass. . 61 
C-203 Oak, One Panel, One Light, Plain Eaised 

Mould One Side 62 

C-206 Oak, One Panel, One Light, Embossed Eaised 

Mould One Side 62 

C-113 Oak, One Long Oval Light, Plain Eaised 

Mould One Side 63 

C-216 Oak, One Panel, One Oval Light, Embossed 

Eaised Mould One Side 63 

C-180 Mirror Door, Chestnut, One Panel Back Side. 64 

Glass Sizes 65 

Layout of Solid Mould Doors 66 

Layout of Raised and Flush Mould Doors... 67 
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MMEDIATE shipment of stock doors. 
Ten day shipment of panels. Depend- 
able promises on special doors. 

Why waste weeks of manufacturing and 
transit time? 

Order from Crooks — a reliable concern in the 
"Heart of the Eastern Territory." 



<wm 

W. D. Crooks & Sons 

WILLIAMSPORT, PA. 

"Heart uf the Eastern Territury" 



W. D. Crooks & Sons 

WILLIAMSPORT, PA. 



NET PRICES 

OCTOBER 1st, 1922 

Supplementary to Catalogue No. 16 

Rescinding AH Former Price Folders 



CRATING CHARGE 

To avoid damage and soiling in transit, we carefully crate all 
doors, for which we make a charge of $1.00 per crate for unglazed 
doors, and $1.25 per crate for glazed doors. 

Crates contain : 

4 Interior Doors 1 %" thick. 

3 Interior Doors 1 ffl thick. 

2 Exterior Doors to protect raised moulding. 

2 Glazed Doors. 



NO FREIGHT ALLOWANCE 

All prices quoted are strictly f. o. b. Williamsport, and made 
subject to prior sale. 



COMBINATION STOCK LIST AND PRICE LIST 

EXTERIOR DESIGNS AH Prices in This Folder Are Net INTERIOR DESIGNS 



PLAIN RED OAK, \%» THICK. STANDARD %" SAWED VENEER. 



Design 
Number 



C-103 
C-106 
C-203 
C-206 
C-113 
C-116 
C-213 
C-216 

C-228 



C-508 



C-162 
C-163 
C-262 
C-263 
C-174 



Cata- 
logue 
Page 



6 
7 
8 
9 
10 
11 

12 
13 

14 



15 



16 
17 
18 
19 
20 



2/8x6/8 



Open 



$11.75 
11.75 
14.50 
14.50 



16.00 
16.00 



Glazeij 

VA" 

Bevel 

Plate 



$21.5 
21.5' 

21.5 
21.5> 



3/0x6/8 



Open 



$12.25 
12.25 



22. 0( 
22. 0( 



Glazeij 
VA" 

Bevel 
Plate 



$24. 5( 
24. 5( 



2/8x7/0 



Open 



$12.25 
12.25 
15.00 
15.00 
15.25 
15.25 
16.50 
16.50 



Glazec 

VA" 

Bevel 

Plate 



$23.0Ci 
23.0(i 
23.00 
23. 0( 
24.25 
24.2^ 
23.24 
23.2i 



2/10x7/0 



Open 



$12.35 
12.35 
15.10 
15.10 



16.60 
16.60 



Glazed 

VA" 

Bevel 

Plate 



3/0x 



Open 



$24.75 
24.75 
24.00 
24. 0^ 



24.2f 

24.2i 



$12.50 
12.50 
15.25 
15.25 
15.50 
15.50 
16.75 
16.75 




3/0x7/6 



Open 


Glazed 
VA" 
Bevel 
Plate 


$13.50 
13.50 


$28.50 
28.50 























Write for price. 



SOLID CHESTNUT IS" THICK ONLY. OPEN. 



2/6x6/6 



$ 7.70 



2/6x6/8 



$ 7.85 



2/8x6/8 



$ 8.00 



PLAIN RED OAK, If THICK. 
STANDARD |" SAWED VENEER. 



2/8x6/8 



Open 



Glazed 
VA" 
Bevel 
Plate 



13.75 



:::: 

27.25 



3/0x7/0 



Open 



16.25 
16.75 
14.50 



Glazed 
VA" 
Bevel 
Plate 



27,00 

28.2Ji 
29.56 



NOTE — We attach a neat dental watertable 
to Oak front doors for 75c. extra per door. Stock 
carvings in corners of oval light doors $1.00 extra 
per door. 



INTERIOR DESIGNS 



C-580 


21 


C-580 


22 


C-599 


23 


C-299 


24 


C-280 


25 


C-287 


26 


C-281 


27 


C-240 


28 


C-241 


29 


C-180 


30 


C-180 


31 


C-180 


32 


C-181 


33 


C-183 


34 


C-175 


35 



Net prices on page 3 of this folder. 

Net prices on page 3 of this folder. 

Add 25% to price of C-580 doors on page 3 of this folder. 

Add 10% to price of C-280 doors on page 3 of this folder. 

Net prices on page 3 of this folder. 

Write for price. 

Write for price. 

Write for price. 

Write for price. 

Write for price. 

Net prices on page 3 of this folder. 

Write for price. 

Write for price. 

Write for price. 

Write for price. 



CRAFTSMAN DESIGNS Catalogue pages 36 to 39. 

COLONIAL DESIGNS Catalogue pages 40 to 44. 

S ANITAR Y DESIGNS Catalogue pages 47 to 51 . 

BUNGALOW DESIGNS , Catalogue pages 54 to 57. 

SYMBOLIC DESIGNS Catalogue pages 58 to 60. 

SIDE LIGHT'S Catalogue pages 61 to 63. 



Write for price- 
Write for price- 
Write for price- 
Write for price' 
Write for price. 
Write for price. 



MIRROR DOORS 




One panel on back add $1.00 to price of C-180 doors on page 3 of this folder. 
Two panel on back add 2.00 to price of C-280 doors on page 3 of this folder. 
Five panel on back add 3.50 to price of C-580 doors on page 3 of this folder. 



ALL 



;s- 



ROTARY CUT VENEER. 





C-580 5 x Panel 


C 280 2 Panel 


C-180 1 Panel 


Sizes 


Catalogue Page 21 


Catalogue Page 25 


Catalogue Page 31 




Birch 


Jhestnut 


Oak 


Birch 


"hestnut 


Oak 


Birch "hestnut 


Oak 


2/0x6/0 \*A 
2/4x6/0 
2/6x6/0 " 


$5.39 
5.50 
5.61 


$6.40 
6.53 

6.66 


• 




$5.69 
5.80 
5.91 


$6.95 
7.08 
7.21 
















2/0x6/6 " 
2/2x6/6 " 
2/4x6/6 
2/6x6/6 
2/8x6/6 " 


5.70 
5.75 
5.81 
5.92 
6.02 


6.77 
6.82 
6.90 
7.03 

7.14 


$7 
7 
7 

7 


04 
09 
17 

43 


6.00 
6.05 
6.11 
6.22 
6.32 


7.32 
7.37 
7.45 
7.58 
7.69 


$7!64 
7.72 














2/0x6/8 
2/2x6/8 
2/4x6/8 
2/6x6/8 
2/8x6/8 
2/10 x 6/ 8 
3/0x6/8 


5.82 
5.87 
5.93 
6.04 
6.14 
6.39 
6.74 


6.97 
7.05 
7.17 
7.29 
7.58 
8.00 


7 
7 
7 

7 

8 


19 
24 
32 
46 

32 


6.12 
6.17 
6.23 
6.34 
6.44 
6.69 
7.04 


7.47 
7.52 
7.60 
7.72 
7.84 
8.13 
8.55 


7.74 
7.79 
7.87 

8^13 














2/ x 6/10 
2/ 2 x 6/10 
2/ 4 x 6/10 
2/ 6 x 6/10 " 
2/ 8 x 6/10 " 
2/10 x 6/10 " 
3/ x 6/10 " 


6.67 
6.72 
6.79 
6.91 
7.01 
7.29 
7.67 


7~87 






7.00 
7.05 
7.12 
7.24 
7.34 
7.62 
8.00 






















2/0x7/0 " 
2/2x7/0 " 
2/4x7/0 " 
2/6x7/0 " 
2/8x7/0 " 
2/10 x 7/ " 
3/0x7/0 " 


6.43 
6.48 
6.54 
6.65 
6.75 
7.00 
7.35 


7.64 
7.69 
7.77 
7.90 
8.01 
8.31 
s 


7 
7 
8 

8 
8 
9 


94 
93 
07 

33 
63 

07 


6.73 
6.78 
6.84 
6.95 
7.05 
7.30 
7.65 


8.19 
8.24 
8.32 
8.45 
8.56 
8.86 
9.27 




















2/0x6/6 IU 
2/2x6/6 
2/4x6/6 
2/6x6/6 

2/8x6/6 




. 1 
8.05 


8 


46 














$ 7.95 % 9 
8.00 9.37 
8.06 9.45 
8.17 9.58 
8.27 9.69 








2/0x6/8 
2/2x6/8 " 
2/4x6/8 " 
2/6x6/8 " 
2/8x6/8 
2/10 x 6/ 8 
3/0x6/8 


7.89 


8.20 

8.73 
9.15 


8 
9 


■17 
03 














8.07 
8.12 
8.18 
8.29 
8.39 
8.64 
8.99 


9.47 
9.52 
9.60 
9.72 
9.84 
10.13 
10.55 


$ 9.74 
9.79 

l6!43 
10.87 


2/ x 6/10 

2/ 2 x 6/10 

2/ 4 x 6/10 " 

2/ 6 x 6/10 

2/ 8 x 6/10 " 

2/10 x 6/10 " 

3/ x 6/10 


8.06 

8,44 
8.82 




















9.03 
9.08 
9.15 
9.27 
9.37 
9.65 
10.03 










2/0x7/0 
2/2x7/0 *' 
2/4x7/0 " 
2/6x7/0 " 
2/8x7/0 " 
2/10 x 7/ " 
3/ 0x7/0 " 






9 


78 














8.68 
8.73 
8.79 
8.90 
9.00 
9.25 
9.60 


10.19 
10.24 
10.32 
10.45 
10.56 
10.86 
11.27 


1L18 



Page 2 



Page 3 




dbife 



MM ED I ATE shipment of stock doors. 
Ten day shipment of panels. Depend- 



SUmbb able promises on special doors. 



Why waste weeks of manufacturing and 
transit time? 

Order from Crooks — a reliable concern in the 
"Heart of the Eastern Territory." 



4 

W. D. Crooks & Sons 

WILLIAMSPORT, PA. 

"Heart of the Eastern Territory" 



W. D. Crooks & Sons 

WILLIAMSPORT, PA. 



NET PRICES 

FEBRUARY 15th, 1923 

Supplementary to Catalogue No. 16 

Rescinding All Former Price Folders 



CRATING CHARGE 

To avoid damage and soiling in transit, we carefully crate all 
doors, for which we make a charge of $1.00 per crate for unglazed 
doors, and $1.25 per crate for glazed doors. 

Crates contain : 

4 Interior Doors \%" thick. 

3 Interior Doors 1 y±' thick. 

2 Exterior Doors to protect raised moulding. 

2 Glazed Doors. 



NO FREIGHT ALLOWANCE 

All prices quoted are strictl}^ f. o. b. Williamsport, and made 
subject to prior sale. 



COMBINATION STOCK LIST AND PRICE LIST 

EXTERIOR DESIGNS All Prices in This Folder Are Net INTERIOR DESIGNS 



PLAIN RED OAK, \%» THICK. STANDARD %» SAWED VENEER. 



Design 

Number 



C-103 
C-106 
C-203 
C-206 
C-113 
C-116 
C-213 
C-216 

C-228 



C-508 



C-162 
C-163 
C-262 
C-263 
C--174 



Cata- 
logue 
Page 



C-180 



6 

7 

8 

9 

10 

11 

12 

13 

14 



2/8x6/8 



Open 



15 



$12.25 
12.25 
15.75 
15.75 



17.25 
17.25 



Glazed 

VA" 

Bevel 

Plate 



3/0x6/8 



i Open 



$23.50; 
23.50i 
23.75 
23.75 



$13.00 
13.00 



23.50 
23.501 



Glazed 
\W> 
Bevel 
Plate 



$27.25 
27.25 



2/8x7/0 



Open 



$12.75 
12.75 
16.25 
16.25 
17.75 
17.75 
17.75 
17.75 



Glazed 

1H" 

Bevel 

Plate 



2/10x7/0 



Open 



$25,251 
25.25 
25.25 
25.25 
28.25 
28.25 
24.75 
24.75 



$13.00 
13.00 
16.50 
16.50 



18.00 
18.00 



Glazed 

Bevel 
Plate 



$27.25 
27.25 
26.75 
26.75 



3/0x7/0 



Open 



26.75 
26.75 



$13.00 
13.00 
16.50 
16.50 
18.00 
18.00 
18.00 
18.00 



Glazed 

\W> 

Bevel 

Plate 



3/0x7/6 



Open 



$28.75, $14.00 
28.75 ! 14.00 

27.50 

27.50 I 

31.50 
31.50 
27.50 
27.50 



Glazed 
1%" 
Bevel 
Plate 



$31.50 

31.50 



Write for price. 



SOLID CHESTNUT 
If" THICK ONLY. OPEN. 



2/6x6/6 



16 
17 
18 
19 
20 



$ 8.20 



2/6x6/8 



$ 8.35 



PLAIN RED OAK, If" THICK. 
STANDARD V* SAWED VENEER. 



2/8> 


'6/8 


3/0 s 


7/0 




Glazed 




Glazed 


Open 


Bevel 


Open 


IK" 
Bevel 




Plate 




Plate 


$ 


$ 


$14.50 


$30.00 






15.00 


30.50 j 






16.25 


27.25 






16.75 


28.25 


14.50 


28.50* 


15.50 


31.00 



NOTE — We attach a neat dental watertable 
to Oak front doors for 75c. extra per door. Stock 
carvings in corners of oval light doors $1.00 extra 
per door. 



INTERIOR DESIGNS 



Net prices on page 3 of this folder. 

Net prices on page 3 of this folder. 

Add 25? to price of C-580 doors on page 3 of this folder. 

Add 10% to price of C-280 doors on page 3 of this folder. 

Net prices on page 3 of this folder. 

Write for price. 

Write for price. 

Write for price. 

Write for price. 

Write for price. 

Net prices on page 3 of this folder. 

Write for price. 

Write for price. 

Write for price. 

Write for price. 



C-580 


21 


C-580 


22 


C-599 


23 


C-299 


24 


C-280 


25 


C-287 


26 


C-281 


27 


C-240 


28 


C-241 


29 


C-180 


30 


C-180 


31 


C-180 


32 


C-181 


33 


C-183 


34 


C-175 


35 



CRAFTSMAN DESIGNS Catalogue pages 36 to 39. 

COLONIAL DESIGNS Catalogue pages 40 to 44. 

SANITARY DESIGNS Catalogue pages 47 to 51. 

BUNGALOW DESIGNS Catalogue pages 54 to 57. 

SYMBOLIC DESIGNS Catalogue pages 58 to 60. 

SIDE LIGHTS Catalogue pages 61 to 63. 



Write for price 
Write for price 
Write for price 
Write for price 
Write for price 
Write for price 



MIRROR DOORS 




One panel on back add $1.00 to price of C-180 doors on page 3 of this folder. 
Two panel on back add 2.00 to price of C-280 doors on page 3 of this folder. 
Five panel on back add 3.50 to price of C-580 doors on page 3 of this folder. 





ALL %" 


ROTARY CUT VENEER. 












C-580 


5 x 


Panel 


C-280 2 


Panel 


C-180 1 


Panel 


Sizes 


Catalogue Page 21 


Catalogue Page 25 


Catalogue Page 31 




Birch 


Chestnut 


Oak 


Birch 


Chestnut 


Oak 


Birch 


Chestnut 


Oak 


2/0x6/0 1H 


$5.73 






$6.03 


$7.37 


.... 








2/4x6/0 " 


5.84 






6.14 


7.51 










.... 


2/6x6/0 " 


5.96 


7.10 




6.26 


7 . 65 













2/0x6/6 " 


6.06 


' 


$7.66 


6.36 


7.77 










.... 


2/2x6/6 " 


6.11 


7.27 


7.72 


6.41 


7.82 


$8.27 








.... 


2/4x6/6 " 


6.17 


6.35 


7.81 


6.47 


7.90 


8.36 








.... 


2/6x6/6 " 


6.29 


7.49 




6.59 


8.04 


.... 




. . . 




.... 


2/8x6/6 " 


6.39 


7.61 


8.08 


6.69 


8.16 













2/0x6/8 " 


6.19 


7.37 




6.49 




8.38 










2/2x6/8 


6.24 


7.43 


7.89 


6.54 


7.98 


8.44 










2/4x6/8 


6.30 


7.51 




6.60 


8.06 


8.52 




. . . 




.... 


2/6x6/8 " 


6.42 




1 


6.72 


8.20 












2/8x6/8 " 


6.52 







6.82 


8.32 


.... 










2/10 x 6/ 8 


6.79 


8.08 


8.58 


7.09 














3/0x6/8 " 


7.16 


8 . 53 





7.46 


. ' 












2/ x 6/10 " 


7.08 






7.41 














2/ 2 x 6/10 


7.14 







' 7.47 














2/ 4 x 6/10 " 


7.21 




.... 


7.54 














2/ 6 x 6/10 " 


7.34 






1 7.67 














2/ 8 x 6/10 " 


7.45 






i 7.78 














2; 10 x 6/10 


7.74 


8.38 




J 8.07 














3/ x 6/10 " 


8.15 






! 8.48 












.... 


2/ 0x7/0 " 


6.83 


8.14 


8.64 


7.13 


8.69 












2/2x7/0 " 


6.88 




8.70 


7.18 














2/4x7/0 " 


6.95 




8.79 


7.25 














2/6x7/0 " 


7.07 




8.94 


7.37 














2/ 8x7/0 " 


7.17 




9.06 


7.47 














2/10 x 7/ 


7.43 




9.40 


I 7.73 


9.40 


.... 










3/0x7/0 «« 


7.81 




9.87 


I 8.11 


g 8 . 












2/0x6/6 l-' 4 




t; 










$ 8.31 


$ 9,67 




2/2x6/6 " 















8.36 


9.72 


.... 


2/4x6/6 " 


1 


8.50 










8.42 


9.80 


$10.26 


2/6x6/6 " 















8.54 


9.94 


.... 


2/8x6/6 " 









.... 






j 8.64 


10.06 





2/0x6/8 " 





8.52 




.... 




.... 


1 8.44 


9.82 




2/2x6/8 " 








.... 






8.49 


9 . 88 


10.34 


2/4x6/8 " 






9.12 


i .... 






8.55 


9.96 




2/ 6x6/8 " 














8.67 


10.10 




2/8x6/8 " 








.... 




.... 


8.77 


10.22 




2/10 x 6/ 8 " 




9 . 23 


9.73 








9.04 


10.53 




3/0x6/8 " 




■ ■ 




.... 






9.41 


10.98 




2/ x 6/10 " 








.... 






9.44 






2/ 2 x 6/10 














9.50 






2/ 4 x 6/10 















9.57 




.... 


2/ 6 x 6/10 " 


8.49 






.... 






9.70 






2/ 8 x 6/10 " 








. . . . 






9.81 






2,10 x 6/10 









.... 




.... 


10.10 






3/ x 6/10 " 


9.30 












10.51 




.... 


2/0x7/0 "■ 














9.08 


10.59 


.... 


2/2x7/0 














9.13 


10.65 




2/ 4 x 7/ " 














9.20 


10.73 




2/6x7/0 " 














9.32 


10.87 




2/8x7/0 " 














9.42 


10.99 




2/10 x 7/ " 


8.59 




10.55 


.... 






9.68 


11.30 




3/0x7/0 " 














10.06 


11.75 





Page 2 



Page 3 



